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TAGS: 



SUBJECT: CVL WATER SUPPLY LOAN 688-H-UU3 
REF: BAMAKO 4U24 

1. APPRECIATE COMPREHENSIVE INFO REFTEL AND YOUR EFFORTS 
TO RESOLVE THIS PROBLEM. 

2. SPECIFICATIONS, COST AND TIME-TO-COMPLETION ARE WITHIN 
OUR EXPECTATIONS. ASSUME COOLING TOWER UNIT PURCHASE COST 
INCLUDED IN DOLS 162,536 CONTRACT QUOTATION. 

3. AS YOU AWARE THIS LOAN WAS ONE RECENTLY REVIEWED BY AN 
AID PIPELINE COMMITTEE AND WHICH IS SUUJECT TO FINAL RE- 
VIEW BY THE DEPUTY ADMINISTRATOR WITHIN THE VERY NEAR 
FUTURE. IN THE INTERIM BEFORE THE REVIEW OF THE LOAN IS 
COMPLETED AND POLICY DECISIONS MADE. WE ARE ADVISED NOT 
TO TAKE ANY IMPLEMENTATION ACTIONS OF AN IRREVERSIBLE 
UNCLASSIFIED 

UNCLASSIFIED 
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NATURE SUCH AS EXTENDING THE TDD. THEREFORE, BEFORE 
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EXTENDING TDD AND CONCLUDING CONTRACT, AWAIT OUR NOTIFICA- 
TION THAT MEETING HAS BEEN HELD. INGERSOLL 



UNCLASSIFIED 
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Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: WATER, LOANS, PIPELINES 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 22 NOV 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974STATE257663 

Document Source: CORE 

Document Unique ID: 00 

Drafter: HMJAMES:JMCS 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D740338-0176 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: linkl 974/newtext/tl 9741 1 20/aaaaaqaw. tel 

Line Count: 63 
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Original Previous Classification: n/a 
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Reference: BAMAKO 4U24 
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Review Content Flags: 
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Review Event: 
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Subject: CVL WATER SUPPLY LOAN 688-H-UU3 - 

TAGS: EAID, IV, US 
To: ABIDJAN BAMAKO 
Type: TE 

Markings: Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 



Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 




